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GOVERNMENT OF INDIA 

>MIN1STRY OF WORKS, MINES AND POWER 

' NOTIFICATION 


New Delhi , the \.th November 1949 

Vo. 13(266). — The Government of India deeply 
regret to record the sudden death of Mr. T. P. Gateley, 
Superintending Engineer, Central Electrical Circle, 
Central Public Works Department, in the early houre of 
the morning of the 31st October 1949. 

< 2. Mr. Gateley entered the Central Publio Works 
(Department in the year 1924 and was appointed as 
Superintending Engineer in 1943, a post which he filled 
with credit and distinction. He was Chairman of the 
Central Electrical and Mechanical Works Board until 
its amalgamation with the Central Publio Works 
Department. He was responsible for the electrical 
installations in Government House, the Central Secre- 
tariat, Council House and other important Government 
buildings. He took exceptional pains for the illuminations 
on Independence Day 1947. Mr. Gateley was a keen 
sportsman and founded the Central Public Works 
Department Sports Club, in 1934. 

3. By his premature death, Government have lost an 
enthusiastic and conscientious officer whose loss yrill be 
mourned by all his friends and colleagues. 

H. C. GUPTA, Dy> Secy. 
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